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SUBJECT: VISIT OF SCIENCE LIAISON ATTACHE (SIDNEY SMITH) 

1. DEPARTMENT BELIEVES PROJECTED OFFICIAL VISIT OF SMITH TO 
BUDAPEST WOULD ASSIST IN FURTHERANCE OF US-HUNGARIAN SCIEN- 
TIFIC COOPERATION AND FAVORS SUCH VISIT. AMBASSADOR 
PEDERSEN CONCURS. 

2. WOULD APPRECIATE RECEIVING COPY OF SMITH'S TRIP 
REPORT. KISSINGER 
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